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Message Text 


LIMITED OFFICIAL USE VIENNA 6733 

DEPT FOR A/SY/FO 

USIA FOR IOS 

FRANKFURT FOR RSS 

EO 11652: N/ 

TAGS: ASEC 

SUB J : CCTV MONITOR FOR USIS VIENNA 

1 . RSO RECOMMENDS AND USIS VIENNA CONCURS THAT CCTV MONITOR 
FOR LOCAL RECEPTIONIST USIS NEEDED TO INCREASE SECURITY 
ACCESS CONTROL. CAMERA ALREADY IN PLACE. BUT ADDITIONAL 
MINOTIR NEEDED. 

2. FOR USIA: PLEASE FUND ($460.00, INCLUDES PURCHASE AND 
INSTALLATION) FROM ANTI-TERRORIST FUNDS AS USIA PROJECT 
FOR ACCESS CONTROL. 

3. ADVISE SOONEST.MEEHAN 
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